
STOP 



Early Journal Content on JSTOR, Free to Anyone in the World 

This article is one of nearly 500,000 scholarly works digitized and made freely available to everyone in 
the world by JSTOR. 

Known as the Early Journal Content, this set of works include research articles, news, letters, and other 
writings published in more than 200 of the oldest leading academic journals. The works date from the 
mid-seventeenth to the early twentieth centuries. 

We encourage people to read and share the Early Journal Content openly and to tell others that this 
resource exists. People may post this content online or redistribute in any way for non-commercial 
purposes. 

Read more about Early Journal Content at http://about.jstor.org/participate-jstor/individuals/early- 
journal-content . 



JSTOR is a digital library of academic journals, books, and primary source objects. JSTOR helps people 
discover, use, and build upon a wide range of content through a powerful research and teaching 
platform, and preserves this content for future generations. JSTOR is part of ITHAKA, a not-for-profit 
organization that also includes Ithaka S+R and Portico. For more information about JSTOR, please 
contact support@jstor.org. 



499 

The paper concludes with observations on some real and alleged 
differences between the laws of solid elasticity and those of the 
luminiferous force, — on some hypotheses in connexion with the 
wave-theory of light, — and on the refraction of light in crystals as 
connected with the symmetry of their Enthytatic axes. 



" Report of a Committee appointed by the Council to examine 
the Calculating Machine of M. Scheutz." Inserted for 
the information of the Fellows by order of the President 
and Council*. 

The various applications of mathematics to physical questions, or 
to the transactions of common life, continually require the compu- 
tation of numerical results. At one time isolated results have to 
be calculated from particular formulae ; at another it is required to 
calculate a series of values of the same analytical formula ; in other 
words, to tabulate a function. It is only in the latter case that 
different instances have so much in common as to permit of the 
application of general methods irrespective of the particular function 
to be calculated. But even in the tabulating of functions one or 
other of two objects may be kept in view. At one time a result 
may be arrived at expressed in a complicated, perhaps transcen- 
dental, formula, and the mathematician may desire to know merely 
the general progress of the function. In such a case it will be 
sufficient to calculate values at rather wide intervals, and the mode 
of calculation must depend upon the peculiar function. But at 
other times functions present themselves which are of such common 
occurrence, or of such practical importance, that it is desirable to 
tabulate them for values of the variable increasing by small steps. 
In these cases general methods of interpolation come into use : it is 
sufficient to perform the calculations directly for comparatively wide 
intervals of the variable, and the intervening values of the function 
can be supplied by the mere addition of differences. 

* The Committee consisted of Prof. Stokes, Sec. R.S., Prof. W. H. Miller, Prof. 
Whcatstone, and the llev. Prof. Willis. 
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It is well known that Mr. Babbage was the first person who con- 
ceived the idea of performing all these systems of additions mechani- 
cally, and thereby saving both the mental labour and the risk of 
error attending their calculation in the ordinary way. This idea was 
actually carried out, and resulted in the invention of his Difference 
Engine. The engine, so far as it has yet been executed, was constructed 
at the public expense, and is now deposited in the Museum of King's 
College, London. The part constructed contains 19 digits and 3 orders 
of differences ; and as all the essential movements are comprised in 
this part, a more extended engine would consist merely of the same 
members oftener repeated, and would not involve any additional 
difficulty of construction. It was part of Mr. Babbage's original 
design that machinery for printing off the results calculated should 
be included in his engine, and some of the mechanism for this purpose 
was actually executed. The portion placed in King's College con- 
tains machinery for calculating only. It does not fall within the 
province of this report to do more than mention the Analytical 
Engine subsequently invented by Mr. Babbage, as the machine of 
M. Seheutz is a Difference Engine, and nothing more. 

A full account of the principles and action of Mr. Babbage's 
Difference Engine, but without any details of its mechanism, was 
published in the 'Edinburgh Review' for April to July, 1834. It 
was, as we are informed, the perusal of this paper which induced 
M. Seheutz to set about the invention of modes of mechanically 
executing the necessary changes. The result was the completion of 
the present engine, which has now for some time been in the apart- 
ments of the Royal Society. In this machine M. Seheutz has 
followed the general ideas of Mr. Babbage in the distribution of 
digits and differences, and in particular in throwing back the dif- 
ferences at every alternate order one stage, from whence results the 
possibility of acting simultaneously on all the odd and on all the 
even differences, and thereby making the machine advance one stage 
by two addition-motions only ; whereas otherwise as many separate 
addition- motions would have been necessary as there were orders of 
differences retained. But the mechanism by which the additions 
and carriages are effected in the machine of M. Seheutz is different 
from that of Mr. Babbage. The engine is also provided with 
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mechanism for printing, or rather for furnishing stereotype plates of 
the calculated results. 

As M. Seheutz has taken out a patent for his engine, it will be 
unnecessary to give a detailed description of the machinery, which 
may be obtained in the specification, a copy of which has been 
presented to the Royal Society. It will be sufficient to give an 
idea of its general construction and extent with a view of estimating 
its powers. 

The machine takes in the function to be tabulated and the first 
four orders of differences, each to fifteen digits. Of these only the 
first eight (in the case of the function itself) are printed, the others 
being reserved to guard against errors arising from decimal places 
left out. 

The places of the digits are represented by fifteen vertical spindles, 
around which, but not usually connected with which, are placed 
horizontal wheels in five separate tiers. Each wheel has its circum- 
ference divided into ten equal parts, and is marked with the digits 
0, 1, 2, 3, 4, 5, 6, 7, 8, 9. In the normal state of the machine the 
numbers on the wheels of the highest tier represent the function 
(uj to be tabulated, and those on the tiers below represent respect- 
ively AMj,-!, 6?u jt _ l , A 3 « a ,_ 2 , and A 4 «j,_ 2 . In each case the digits 
by which these numbers are represented run from left to right, as in 
print. The mechanism is such, that by turning a handle continuously 
in one direction an indefinite succession of movements is produced 
which are alternately backwards and forwards. The effect of the 
forward motion is, that the numbers on the third and the fifth tiers 
(or as they may conveniently be called the A 2 and A 4 tiers) add them- 
selves respectively to those on the tiers above, altering thereby the 
positions of the wheels of the A 1 and A 3 tiers, while the wheels of 
the A 3 and A 4 tiers remain at rest ; and the backward motion does 
for the A' and A 3 tiers what the forward motion does for the d? and 
A 4 tiers. Thus the numbers on the several tiers will be as follows : — 

At first u x &m x -\ A 2 « s _i A 3 « a ,_ 2 A 4 Kj,_ 3 ; 

After the forward motion ... . u x A«^ A 2 « a ,_ 1 A 3 ^.^ A 4 « l ,_ 2 ; 
After the complete motion . . « I+1 ia, A 2 *^ A 3 «,._, AV,.^* 
A 4 m^_, in the last term being written instead of A 4 jf,._ a , which is 
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allowable, since the fourth differences are supposed to be constant. 
Hence the effect of the complete motion, consisting of one forward 
and one backward motion, is to make all the numbers advance one 
stage ; and therefore by continuing to turn the handle the numbers 
ii x +i, u x +2> u.r+3 &c, will be calculated in succession. According 
as these numbers are calculated they are impressed, by the action of 
the machine itself, on a plate of lead, by means of steel punches, while 
a numerator at the same time impresses beside them the values of 
the argument; oc. These plates are afterwards taken out, and stamped 
on an easily fusible alloy just on the point of solidifying, and thus 
are obtained stereotype plates of the calculated results, fit for 
printing from. 

In retaining a given number of decimals, it is usual to add one to 
the last figure if the first digit left out be 5 or a higher number. 
This is effected in the machine in the simplest possible manner, 
namely by placing the cog which occasions the carriages from the 
ninth to the eighth place in the highest tier in such a position that 
the carriage takes place when the ninth wheel changes from 4 to 5, 
instead of from 9 to 0. 

The principle of the machine is not of course dependent upon the 
circumstance that the radix of the scale of notation commonly em- 
ployed has tiie particular value 10 ; and it would be as easy to con- 
struct a machine adapted to the senary or duodenary as to the denary 
scale. Not only so, but the machine actually constructed admits 
of being changed very readily from the denary to the senary scale, 
or rather to a mixture of the denary and senary scales, which is 
required in tabulating degrees, minutes, and seconds. For this 
purpose it is sufficient to take off the ordinary figure- wheels from 
those spindles which are to count by sixes, and put on spare wheels 
which are provided, adapted to the senary scale. 

The machine works with the greatest freedom and smoothness. 
The parts move with the utmost facility, in fact, quite loosely. On 
this account no amount of dust which it would reasonably be 
expected to receive in any moderate time seems likely to interfere 
with its action. Besides, it can easily be taken to pieces and 
examined, if need be. Those motions which are not the direct con- 
sequences of the revolution of the handle acting through a train of 
rigid bodies are performed in consequence of gravity, no springs 
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being employed in the whole construction except two, the office of 
which is quite subordinate. When the parts are moved, they remain 
in their new places either from their weight or from friction, there 
being nothing to disturb them. This circumstance, which renders 
a wilful derangement of the machine exceedingly easy, permits of 
great simplicity and consequent cheapness of construction ; nor does 
the machine seem likely to get out of order if reasonable care be 
taken of it. 

The machine is competent to tabulate to any extent a function 
whose fourth differences are constant, so long as the expression of 
the numerical value of the function does not involve more than eight 
digits. The most general form of such a function is of course 

a + bx + ex"- + dx s (1) 

Were the machine restricted to such functions, its use would be 
limited indeed ; its utility must of course depend on its being ap- 
plicable to functions in general, which, except in singular cases, may 
be expressed within a limited range of values of the variable w by a 
function of the above form. To estimate the capacities of the ma- 
chine, or rather of a difference engine in general, whatever may be 
its particular construction, it will be necessary to investigate how 
soon the quantities neglected begin to tell in the. result. 

Now these quantities are of two kinds ; first, the fifth and higher 
differences, • secondly, the decimals of the fifteenth place. The effect 
of these may be examined separately. We may always suppose the 
first spindle to represent the first place of decimals, since it will 
only be necessary to multiply or divide by some power of 10 should 
that not be the case. 

Suppose the machine set for u x , and its first four differences (or 
to speak more exactly, the differences Au x _ u A q u x _ v A s u x _ 2 , 
A\_ 2 ), and worked n periods, so as to give what ought to be u x+n . 
We have 

and since the machine would give u JC+n exactly if the fourth differ- 
ences were constant, the error (iJ) will be 

».»— l.n — 2.» — S.n — 4.. , n.n — l.n — 2.n — 3.n — 4.n — 5 „ 

■ 1.2.3.4.5 A U * + 1.2. 3.4.5.6 * ** + ' 

* This expression will not be absolutely exact, since it is Au x _ x , A% iC _ ] , 
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The first term in this expression will usually be the most important ; 
and for practical purposes the expression may be still further simpli- 
fled. If rabe tolerably large, the product n .n—\ .n — '2 .n — 3 .» — 4 
may be replaced without material error by the fifth power of the 
arithmetic mean of the factors, or by (n — 2) 5 . Again, if y be the 
variable of which u is a function, x being merely the numeral 
marking the number of increments of y, each equal to k, we shall 
have near enough 

.s , 5 d 5 u 

A'u,,— k-'—- T -, 
dtf 

so that 

iS = J_(»-2) 5 /t 3 ^-. 
120 ' dy° 

In expressing a number to eight decimal places, we are always 
liable to an error which may amount to 5 in the ninth place. 
Hence 10 -9 X5 maybe regarded as the greatest allowable error, 
though in truth the error should not be allowed to amount to this, 
if we wish to have the last figure true to the nearest decimal. 
Equating then E to 10~ 9 X 5, we find 



w = 2 + \—7fir-\ -v ( 3 ) 




which gives the greatest number n of times the machine may be 
worked without stopping and fresh setting, so far as the limitation 
depends on the cause of error now under consideration. The in- 
crement of y during the action of the machine, which is equal to nk, 
or to (n — 2)k nearly, n being large compared with 2, is therefore 
nearly independent of the closeness or wideness of the intervals for 
which the value of the function is required, a given range, so to 
speak, of the function being taken in. Hence, so far as this cause 
of limitation is concerned, the utility of the machine will be propor- 
tional to the closeness of the intervals for which it is desired to tabu- 
late the function. 

Let us now consider the effect of the decimals omitted, retaining 

A 3 u x _ 2 , A 4 k ] ,_ 2 , and not Am,, A 2 m^,, A 3 « c , A 4 «,, that are given correctly; but 
the inaccuracy thus arising in the estimation of the error committed by leaving 
out the fifth, &c. differences will plainly be insignificant. 
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only four orders of differences, since the effect of omitting the fifth 
and higher orders has been already investigated. Let E,, E 2 , E 3 , E 4 
be the errors left in the first, second, third, and fourth differences in 
setting the machine. Then in the same manner as before these may 
■without sensible error be regarded as the errors in Aa„, A 9 w„, A 3 «„, 
A 4 « J „ although they are really the errors in Aw 4 ,__,, &c, and we 
shall have for the error (E) in u + 



n „ x nn — 1 ,, , n.n—l.n — 2 n.n — l.n — '2.n — 3 „ 
J «n + — r-77— ^2 + - — r^r— ^3 H r-rr~:7— r- k. 



1.2 * 1.2.3 * 1.2.3.4 

or, replacing the products as before, 

*=»V5(»-J)Vj(»-l)'E|+i(»-J)\. • • (4) 

If each of the quantities E;, E 2 , E 3 , E 4 be liable to be as great as 
10~ 16 x 5, the last term in this expression will be the most im- 
portant if n be considerably greater than 4. Equating this term to 
10 -9 x5, the greatest allowable error in B, we find 

»-2s=(24xl0")*. n= 126 nearly, 

so that the machine may be worked about 100 times without fresh 
setting. 

In practice the limitation may be even less than this ; for it may 
happen that A*u a is smaller, perhaps much smaller, than 10~ ,c x5, 
in which case the limitation will depend upon the absolute value of 
A 4 ^ or the possible value 10~ l6 x5 of E 3 , as the case maybe. 
Should the restriction arise from the latter cause, we get by equating 
the third term in the second member of (4) to 10~ 9 x5, n — 392 
nearly. 

To illustrate these limitations by an example, suppose that it was 
required to make a table of sines to every minute. In this case we 
have 

w^siny, k= - = '0002909, — = cosy. 

y 180x60 dy^> " 

Putting for this last differential coefficient its greatest value unity, 
and substituting in (3), we get n=\96 nearly. The fourth differ- 
ence is very nearly equal to — /c 4 sin y, which may contain figures in 
the fifteenth place, so that »=126 is about the greatest allowable 
value of n in consequence of the restriction arising from decimals 
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lefjt out, which in this example is what limits the working. Should 
the intervals be a good deal wider than 1', as 5', it would then be 
the omission of fifth differences that would impose the limit, for 
the greatest allowable range on this account would be nearly the 
same as before, or about 3°, which would contain only thirty-six 
values to be calculated. Should it happen that both causes of error 
were about equally restrictive, it must be remembered that the cor- 
responding errors in u x would be comparable with one another, 
and might be added together ; and in this case it may easily be 
shown that 126x2 _i , or 106 nearly, is somewhat inferior to the 
greatest allowable value of n. Should eight figures not be required 
to be retained, but seven, six, or five be sufficient, the last one, two, 
or three of the first eight spindles might be used for calculating 
instead of printing ; and since the greatest allowable value of n, so 
far as depends on omission of decimals, varies nearly as the fourth 
root of the greatest allowable error in u x , that value would be in- 
creased in the ratio of 1 to the fourth root of 10, or 100, or 1000, 
and from 126 would become 224, or 398, or 708. The greatest 
allowable value of n as regards the omission of fifth differences 
would increase in a somewhat slower ratio, since it varies nearly as 
the fifth root of the greatest allowable error in u x - If, for example, 
it were 196, it would become 311, or 492, or 780. 

The above is a fair specimen of the application of the machine. 
The particular function chosen is, it is true, a familiar one, which 
has been long since tabulated, but it is not the worse fitted for 
an example on that account. It may be seen at once how much 
mental labour and risk of error is saved by the use of such a machine, 
when tables have to be calculated to close intervals. The whole 
exertion of mind is confined to calculating the function and its dif- 
ferences at wide intervals, say for every 100th or 60th number to be 
tabulated, and setting the machine. Even this exertion (except so 
far as relates to the setting, which is easy,) might be reduced to one 
half, if desired, by setting the machine to calculate backwards as 
well as forwards. In order to give in succession the numbers 
u x> U x-¥V u ic+2' • • • * ne machine has to be set to 

«* A «*-i AX_, A%^_ 2 A 4 « t _ 2 , 
or to 

«„ AD~V A*D-y, A 3 D - V, iV'D - Y„ 
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D denoting as usual the operation 1 + A. In order to give in suc- 
cession the numbers u x , u x _ v u x _ 2 , . . . the machine would simply 
have to he set to 

u„ A'D'-'m, A' 9 D'- ] m,, A'3D'- 2 «, A' 4 D'"X. 
if D'u x be used to denote u 3 ,_ 1 , and A' to denote .D' — 1. But 
D'=D~ 1 , and A'=D' — 1=D _1 — 1 = ~D _1 A, so that the required 
numbers are 

u x _a«, A«D-\ -A 3 D-\ A 4 D- 2 « r , 
or 

u v -A», A' 9 h,-i -A\-i ^Va- 

Hence the numbers on the top, A q , and A 4 tiers are the same as for 
the forward calculation, while those on the A and A 3 tiers are the 
arithmetical complements of the numbers found on those tiers after 
the machine has made one complete movement in calculating for- 
wards from u x . The printing part, however, is not adapted to 
such a change : the numbers would be printed off correctly, but in a 
wrong order ; so that unless some reversing movement were intro- 
duced into the printing part, the printed results would only serve to 
set types from. 

In the example chosen above, and in similar cases, the differences 
required for setting the machine would be calculated from their 
mathematical expressions. It might, however, be required to tabu- 
late for small intervals a function which had been given by observa- 
tion for larger ones, or to tabulate a mathematical function of so 
complicated a form that the differences could not be got directly 
without great trouble. In such a case there would be no difficulty ; 
the differences for the smaller intervals would first have to be calcu- 
lated from those for the larger ones by formulae in finite differences, 
and then the setting and working of the machine would proceed as 
before. 

It must be confessed, however, that except in the case of mathe- 
matical tables like those of sines, cosines, logarithms, &c, it is not 
ordinarily required to tabulate functions to intervals at all approach- 
ing, in closeness, to those in the example selected. Hence it is 
mainly, as it seems to us, in the computation of mathematical tables 
that the machine of M. Scheutz would come into use. The most 

vol. vii. 2 •/, 
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important of such tables have long since been calculated ; but 

various others could be suggested which it might be worth while to 

construct, could it be done with such ease and cheapness as would 

be afforded by the use of the machine. It has been suggested to us 

too, and we think with good reason, that the machine would be very 

useful even for the mere reprinting of old tables, because it could 

calculate and print more quickly than a good compositor could set 

the types, and that without risk of error. 

G. G. Stokes. 

W. H. Miller. 

C. Wheats-tone. 

R.Willis. 

P.S. Some time since, I received from Mr. Babbage, to whom I 
had written for information on one point connected with his machine, 
a letter, written subsequently to his first answer, in which he said 
that he had forgotten to mention an addition to his machine which 
enabled it to calculate a function when the last differences, instead 
of being constant, were dependent on the functions then under cal- 
culation in the other parts of the machine, provided the coefficients 
of the variable part were small enough to be expressed by a mode- 
rate number of digits. This was especially designed for the calcu- 
lation of astronomical tables, where a difficulty occurs in the appli- 
cation of a machine with constant differences, arising from the 
circumstance that in the case of functions of short period the omitted 
differences soon become sensible even though the coefficients be but 
small. Mr. Babbage did not then recollect that this contrivance 
was accessible to the public, but in a subsequent letter he pointed 
out that such was the case. The following is an extract from this 
letter : — 

" 1st. The portion at Somerset House contains axes specially 
prepared for what (at this instant) I recollect to have familiarly 
called ' eating its own tail.' 

" 2nd. The drawings contain the modes of governing those axes 
in the finished engine. 

" These are public property, and open daily to public inspec- 
tion, which I suppose must be considered as publication. On refer- 
ring to the 9th Bridgewater Treatise, second edition, I find (p. 34) 
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that I have used as an illustration a series computed by that very 
machine. * * *." 

In the same letter Mr. Babbage refers to the following docu- 
ments : — 

Extract from a letter of Mr. Babbage to Sir H. Davy, 3 July, 
1822, printed by order of the House of Commons. No. 370, 
1823 :— 

" Another machine, whose plans are more advanced than several 
of those just named, is one for constructing tables which have no 
order of differences constant (p. 2). 

• " I should be unwilling to terminate this letter without noticing 
another class of tables of the greatest importance, almost the whole 
of which are capable of being calculated by the method of dif- 
ferences. I refer to all astronomical tables for calculating the places 
of the sun and planets. It is scarcely necessary to observe that the 
constituent parts of these are of the form a sin fl." (p. 5.) 

He refers also to an extract from the Address of H. T. Colbroke, 
Esq., President of the Astronomical Society, on presenting to him 
the first medal given by the Society, 1824; and to a description of 
his machine by the late Mr. Baily, published in Schumacher's 
' Astronomische Nachrichten,' No. 46, and republished in the ' Phi- 
losophical Magazine' for May 1824, p. 355. This last paper de- 
scribes fully what could be done by the new contrivance. 

I have ventured to insert this postscript without consulting my 

colleagues, as it is desirable not to delay the publication. 

G. G. Stokes. 
London, Oct. 5, 1855. 



" Report made to the President and Council of the Royal Society, 
of Experiments on the Friction of Discs revolving in 
Water." By James Thomson, Esq., C.E., Belfast. 

[A Committee of the British Association for the Advancement of 
Science, consisting of James Thomson, Esq., C.E., and William 
Fairbairn, Esq., C.E., F.R.S., having been appointed "to make 
Experiments on the Friction of Discs revolving in water, with espe- 
cial reference to supplying data wanted in calculations relative to 
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